Covance Laboratories Inc. 

THE development services company 3301 Kinsman Boulevard 

Madison, Wisconsin 53704 
Tel: 808/241-4471 
Fax: 608/241-7227 



20 January, 2003 


Hans Roethig, M.D., Ph.D. 

Director, Clinical Evaluation 
Philip Morris Incorporated 
615 Maury Street 
Richmond, Virginia 23224 

Dear Dr. Roethig: 

Enclosed are eight signed Covance Project Agreements Nos. 6 through 9. Kindly have an 
authorized representative fully execute the Agreements and return an original of each to my 
attention. 

Please feel free to contact me at (608) 245-7042 if you have any questions. 

Sincerely, 


Jennifer S. Gilles 
Contracts Analyst 
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AFRICA 


PM3006535321 


Source: https://www.industrydocuments.ucsf.edu/docs/rnfj0001 



